26                     Pope Pius XI
dat with Italy, no bishop shall be appointed to an Italian See
unless he is approved of by the Fascist Italian State, and it
remains still unlikely that anybody but an Italian will be
elected in the coming years to be Pope as long as the
Papacy remains a fixture in Rome.
There are those also who remember that an Italian
bishop must swear loyalty to the Italian King, and who
wonder if on his election to the Papacy that: bishop's oath is
wiped out.
All these are new developments since the last: Papal
Coronation, and as one looks back on the reign of Pius XI
and sees how differently, and in many eases how un-
happily, things have turned out from what might have
been expected in 1922, one remembers the words of
Cardinal Gasparri when he said that it: took the cardinals
the same number of ballots as there are stations of the
Cross to elect Pius XI to his Calvary, and it has been indeed
a Calvary.